TABLE 2-7   Measured Concentrations of Acrolein in ETS"
Acrolein Concentrations					
Location	Tobacco Burned	Ventilation	Mean	Range	References
Coffee houses	Varied	__	__	0.03-OJOmg/m3	Badreet a!., 1978
Room	18 smokers	—	0.185 mg/mj	—	Badreet al., 1978
Hospital lobby	12-30 smokers	—	0.02 mg/m3	—	Badreet ai., 1978
2 train compartments	2-3 smokers	—	—	0.02-0. 12 mg/m3	Badreet al., 1978
Automobile	3 smokers	Natural, open	0.03 mg/m3	—	Badreet al., 1978
	2 smokers	Natural, closed	0.3 mg/m3	—	
Restaurant	—	Mechanical	7ppb	—	Fischer etah, 1978
	—	Natural	8ppb	—	
Bar	—	Natural, open	lOppb	—	Weber etal., 1976
Cafeteria	—	11 changes/h	6 ppb	—	Weber et al., 1976
"Time-weighted average (TWA) of acrolein, 0.1 ppm, TWA = average concentration to which worker may be exposed continuously for 8 h without damage to health (National Institute for Occupational Safety and Health, 1971).to which worker may continuously for 8 h without damage to health (National Institute for Occupational Safety and Health, 1971).eak)	Weber and Fischer, 1980
